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MEMORANDUM FOR: Mr. Ralph E. Martin 

Staff Security Officer 
Office of the Vice President 


FROM 

SUBJECT 


REFERENCE 


Robert W. Gambino 
Director of Security 

Accreditation of Vault at Vice President’s 
Residence, Pocantico Hills, New York 

Telephonic Request by Staff Security 
Officer, Office of the Vice President 
16 November 1976 


Pursuant to the request of the Staff Security Officer, 
Office of the Vice President, the vault at the Pocantico 
Hills, New York, residence of the Vice President was surveyed 
by CIA security officers in December 1975 to determine its 
adequacy for storage of classified material. Following the 
survey certain recommended modifications were effected. The 
vault now meets the minimum physical security standards for 
the storage of classified material, including sensitive 
compartmented information. The vault is, therefore, now 
accredited for the storage of such material. 



STATINTL 


Robert W. Gambino 


Distribution : 
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MEMORANDUM FOR: Mr. Ralph E. Martin 

Staff Security Officer 
Office of the Vice President 


FROM 


SUBJECT 


Acting Director of Security 

Accreditation of Vault at Vice President’s 
Residence, Pocantico Hills, Hew York 


REFERENCE ; Telephonic Request by Staff Security 

Officer, Office of the Vice President 
16 November 1976 


Pursuant to the\request of the Staff Security Officer, 
Office of the Vice President, the vault at the Pocantico 
Hills, Now York, residence of the Vice President was surveyed 
by CIA security officersvin December 1975 to determine its 
adequacy for storage of classified material. Following tho 
survey certain recomraended\madi£ications were effected. The 
vault now meets the mininum\physical security standards for 
the storage of classified material, including sensitive 
compartmented information. The vault is, therefore, now 
accredited for the storage of Such material; however, these 
arrangements are only valid through 20 January 1977. 


STATINTL 
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